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PAINS  CASTLE  RURAL  DISTRICT  COUNCIL 


Report  of  the  Medical  Officer  of  Health 
19  6 3 


Mr.  Chairman,  Madam  and  Gentlemen, 


I beg  to  submit  my  report  upon  the 

sanitary  conditions  and  state  of  the  public  health  in  the  Painscastle 
Rural  District  during  the  year  1963. 

In  this  report  I have  endeavoured  to 
deal  briefly  with  all  matters  within  my  responsibility  regarding 
public  health  and  preventive  medicine  and  I have  included  comments  on 
all  the  subjects  specifically  requested  in  Circular  l/64(Wales)  by 
the  Welsh  Board  of  Health. 

SECTION  1.  GJNSR^L  AND  VIT.X  STATISTICS 

Area  ....  ..........  31,414  acres. 

The  Rural  District  of  Painscastle  is  situated  in  the  southern 
part  of  Radnorshire  adjoining  the  counties  of  Hereford  and  Brecon  and 
it  is  an  agricultural  district. 

Population 

Census  1931  2,149. 

" 1951  1,790. 

" 1961  ............... ....  1,736. 

Estimated  Midsummer  1963  ...........  1,690. 

The  Registrar  General's  estimated  population  for  the  past  10  years  was:- 
1953  1954  1955.  1956  1957  1958  1959  1960 1961  1962 


1,808  1,810  1,810  1,790  1,800  1,780  1,790  1,780  1,710  1,690 

Inhabited  Houses 

The  number  of  inhabited  houses  in  the  district  was  562  giving  an 
average  number  of  3.0  persons  per  house. 


Live  Births 

Legitimate 

Illegitimate 


Male 

emale 

Total 

Rate  per  1000  population 

10 

10 

20 

0 

0 

0 

10 

10 

20 

11.2 

The  corrected  birthrate  was  14.4 

The  corresponding  rate  for  England  and  Wales  was  18.2 

The  district  rate  was  therefore  lower  than  the  national  average. 


Still  Births 

There  were  no  still  births  registered  in  1963. 


De  aths 


Male  Female  Total  Rate  per  1000  population 
6 10  16  9.4 


The  corrected  death  rate  was  8.7 

The  corresponding  rate  for  England  and  Wales  was  12.2 

The  district  rate  was  therefore  lower  than  the  national  average. 

Infant  Deaths 

No  deaths  were  recorded  in  children  under  one  year. 

Maternal  Deaths 

No  deaths  could  be  attributed  to  childbirth  or  abortion  in  1963. 


analysis  of  Caus e s of  Deaths 


Males  Females 


Malignant  Neoplasm  (lung)  . 

Vascular  Lesions  of  Nervous  System 
Coronary  Disease , angina 

Other  heart  disease  . . 

Other  circulatory  disease 

Br  on  chi  ti  s „ . . , .......  1 . i ! * 

Other  defined  and  ill-defined  diseases  ... 


SECTION  2.  General  PROVISIONS  of  KE/iLTH  SERVICE 

i c e r s The  Public  Health  Inspector  is  Mr.  William 

^H^SgWstrict“oiLlP°Siti0n  JOlatly  WUh  the  &y  Urb3n  3113 

L ab or at or y Fa ci 1 i ties  Laboratory  facilities  are  available  at 

Hereford  and  Carmarthen  and  all  water  samples  are  sent  to  these 
■laboratories . Investigation  required  in  the  control  of  infectious 
disease  is  performed  by  the  Public  Heelth  Laboratory  at  Hereford? 

Other  Facilities  The  County  Council  is  responsible 
r those  services.  The  County  Council  also  administer  the  maternity 
and  child  welfare  clinics  where  treatment  is  available  for  minor  ^ 

eNe  sin^  orthopaedic  defects.  Immunisation  against 
diphtheria  polio-myelitis  and  whooping-cough  is  also  carried  out 
at  these  clinics. 

Hospitais  _ The  hospital  needs  of  the  district  for  all  diseases, 
apart  from  infectious  diseases,  are  provided  for  at  the  County  and 
General  Hospitals. at  Hereford.  A few  cases  are  also  admitted  to 
Brecon  and  Llandrindod.  Hereford  and  Merthyr  Tydfil  Isolation 
Hospitals  receive  cases  of  infecious  disease. 

and  Post-Mortem  Facilities  The  Breconshire  Welfare  Committee 
have  loaned  a room  at  Cockroft  House,  Hay-on-Wye , for  this  puroose 
and  this  is  equipped  and  maintained  jointly  by  Painscastle  and  Hay 
Rural  and  Hay  Urban  District  Councils.  h part-time  Mortuary  Attendant 
is  available  under  the  supervision  of  the  Public  Health  Inspector. 

The  methods  used  principally  for  disinfection 
iumigation  and  spraying. 


are 


SECTION-  3.  SANITARY  CIRCUMSTANCES 


Hay  and  Painscastle  Area  Water  Scheme 

Negotiations  have  continued  during  the  year  with  the  owners  of  * 
the  land  adjoining  Llahbwchllyn  Lake  over  acquisition  in  connection 
with  the  use  of  the  Lake  as  a reservoir  for  the  above-named  scheme, 
and  an  Engineering  Inspector  from  the  Ministry  of  Housing  & Local 
Government  visited  the  Council  Offices  to  investigate  the  proposals 
submitted  by  the  Councils  in  respect  of  this  scheme. 

The  draft  Vi a ter  Order  was  published  during  the  year  together  with 
a statement  by  the  Minister  of  Housing  & Local  Government  on  the 
proposed  constitution  of  the  Radnorshire  and  North  Breconshire  Water 
Board. 

Notification  was  later  received  that  the  Minister  of  Housing  oc 
Local  Government,  having  considered  the  report  of  his  Engineering 
Inspector,  following  the  local  investigation  into  the  Councils' 
application  for  an  Order  under  Sections  23  and  26  of  the  water  Act, 1945, 
empowering  them  to  abstract  water  from  Llanbwchilyn  Lake  and  the 
River  wye  and  the  construction  of  certain  works,  had  decided  to  make 
an  Order  in  the  form  of  the  deposited  draft,  and  this  would  be  made  on 
the  17th. January, 1964,  entitled  the  Hay  and  Painscastle  Areas  ^ater 
Order ,1964. 

Water  Supplie s in  the  district 

The  Council  own  five  water  supplies  serving  the  villages  of  their 
district  and  details  for  each  parish  are  given  below: - 

Boughrood  Parish 

Water  for  this  village  comes  from  springs  situated  in  the  parish 
of  Llyswen  and  is  supplied  by  the  Hay  Rural  district  Council.  Water 
being  fed  by  gravitation  across  Boughrood  Bridge  over  the  River  bye . 

There  was  an  adequate  supply  of  water  for  the  village  during  the 
year,  except  for  the  months  of  January  and  February  1963  when  the  main 
across  the  bridge  was  frozen  owing  to  the  severe  frost,  and  emergency 
measures  were  then  brought  into  use.  During  drought  periods  the  yield 
from  the  springs  is  reduced  and  shortages  occur. 

The  farms  and  cottages  situated  away  from  the  village  are  served 
by  small  private  piped  supplies  and  springs  and  these  too  are  affected 
in  drought  periods. 

3 samples  of  water  from  the  main  supply  were  taken  during  the  year  and 
these  were  all  satisfactory. 

Number  of  properties  connected  to  public  water  mains  ..........  27. 

Population  served  from  public  mains  ............. ............. . 30. 

Bryngwyn  Parish 

The  Council  own  the  supply  serving  the  hamlet  of  Rhosgoch.  Water 
is  collected  from  shallow  springs  to  a small  reservoir  and  is  fed  to 
the  properties  by  gravitation,  There  was  an  adequate  supply  during 
the  year. 

The  other  farms  and  cottages  in  the  parish  have  their  own  private 
piped  supplies  or  springs  and  these  are  generally  insufficient  in 
times  of  drought. 

3 samples  of  water  from  the  main  supply  were  taken  during  the  year  and 
these  can  be  classified  as  one  satisfactory,  one  suspicious  and  one 


unsatisfactory. 

Number  of  properties  connected  to  nublic  water  mains  21. 

Population  served  from  public  mains  60. 


Clyro  Parish 

The  Council  own  the  supply  serving  the  village  of  Clyro.  Water 
being  collected  from  springs  to  a small  reservoir  and  fed  by  gravitation 
to  the  properties.  During  the  summer  the  yield  dropped  to  a lo w level 
and  an  overflow  from  a nearby  private  source  was  used  to  augment  the 
village  supply  for  a short  period. 

The  farms  and  cottages  situated  away  from  the  village  have  their 
own  private  piped  supplies  or  springs  and  these  are  generally 
insufficient  in  times  of  drought. 


Clyro  Parish  (Cont'd) 

One  additional  property  was  connected  to  the  water  main  during 
T>ii6  year  o 

8 samples  from  the  main  supply  were  taken;  5 being  satisfactory, 

1 suspicious  and  2 unsatisfactory, 

10  samples  were  taken  from  private  sources;  2 satisfactory,  2 suspicious 
and  6 unsatisfactory. 

Several  of  the  unsatisfactory  samples  were  taken  from  a deep 
V/ell  supplying  one  house,  and  after  investigations  were  made,  the 
owner  was  asked  to  relay  a defective  length  of  drain  near  the  Well. 

After  this  work  was  done,  further  samples  were  taken  and  proved  to  be 
satisfactory.  Additional  samples  will  be  taken  in  the  future  to  see 


if  the  cause  of  pollution  has  been  completely  cleared. 

Number  oi  properties  connected  to  public  water  mains  46. 

Population  served  fr*>m  public  mains  138*. 


Glasbury  Parish 

The  Council  own  the  supply  serving  the  village  of  Glasbury. 

Mater  being  obtained  from  springs  at  Cwmbach  to  a small  reservoir  and 
then  by  gravitation  to  the  consumers.  During  dry  periods  this  source 
has  failed  to  meet  the  demand  and  has  been  augmented  by  the  Glasbury 
(Breconshire)  supply  owned  by  Hay  Rural  District  Council;  water  being 
obtained  from  Velindre  reservoir  and  fed  by  gravitation  across  Glasbury 
Bridge  over  the  River  Wye. 

Many  of  the  mains  and  services  froze  during  the  severe  frost  in 
January  and  February  1963  and  a standpipe  was  installed  in  the  village 
from  which  the  inhabitants  of  nearby  houses  could  obtain  their  water. 
Water  was  also  delivered  in  cans  to  consumers  in  cases  of  hardship. 

A large  number  of  split  mains  and  services  were  located  and  repaired 
following  the  severe  weather.  In  order  to  prevent  waste  of  water  an 
investigation  was  made  in  the  village  during  the  year  to  discover  any 
defective  services  or  tanks  and  a number  were  found  and  repaired. 

The  Council  also  obtain  water  from  the  Radnorshire  County  Council 
(Smallholdings  Deuartment)  and  this  is  piped  to  a number  of  houses  at 
Ciltwrch  and  Ffynnon-Gynydd  situated  in  the  northern  part  of  the  parish. 
Failure  of  this  supply  occurred  on  several  occasions  during  the  year 
due  to  a breakdown  of  the  pumping  plant  at  the  borehole  source  owned 
by  Radnorshire  County  Council. 

3 additional  properties  were  connected  to  the  water  mains  in  1963. 

6 samples  from  the  Council  main  supply  were  taken;  4 being  satisfactory 


and  2 (from  intake  chambers)  we re  unsatisfactory. 

Number  of  properties  connected  to  public  water  main  103. 

Population  served  from  public  mams  298. 


Blandewi-f ach  Parish 

There  is  no  public  water  supply  in  this  parish>  the  farms 
obtaining  water  from  their  own  private  piped  supplies  or  springs. 

2 samples  were  taken  from  private  supplies,  one  being  satisfactory 
and  one  unsatisfactory. 

Number  of  properties  connected  to  public  water  main  0. 

Llanbedr-Painscastle  Parish 

There  is  no  public  water  supply  in  this  parish,  but  there  is  a 
small  private  supply  serving  the  village  of  Painscastle  which  comprises 
4 farms  and  6 houses.  The  other  properties  in  the  parish  have  their 
own  small  piped  supplies  and  springs  and  these  are  generally  inadequate 
in  drought  periods. 

No  samples  were  taken  in  the  parish  during  1963. 

Number  of  properties  connected  to  public  water  mains  ........  0. 

Llanstephan  Parish 

There  is  no  public  water  supply  in  this  parish  but  some  13  houses 
are  served  from  a private  piped  supply.  The  other  properties  have 
their  own  small  piped  supplies  or  springs. 

One  sample  from  a private  source  was  found  to  be  "suspicious" 

Number  of  properties  connected  to  public  water  mains  ...... 


0. 


Llandilo-Graban  Parish 

There  is  no  public  water  supply  in  this  parish  apart  from  a 
standpipe  serving  some  four  properties.  The  other  properties  are 
served  by  their  own  private  piped  supplies  or  springs  and  the  parish 
is  generally  affected  by  a water  shortage  during  drought  periods. 

Number  of  properties  connected  to  public  water  mains  . ........  0. 

Number  of  properties  served  from  standpipes  ..................  4. 

Population  served  from  standpipes  10. 

Llowe s Parish 

The  Council  own  the  supply  serving  the  village  of  Llowes.  Water 
being  obtained  from  land  springs  to  a small  reservoir  and  filter  and 
then  by  gravitation  to  the  consumers. 

There  was  sufficient  water  for  the  village  although  the  yield  dropped 
to  a very  low  level  and  leaflets  we re  distributed  during  the  summer 
asking  consumers  to  be  economical  in  the  use  of  water. 

Curing  the  severe  frost  in  January  and  February  of  1963,  the  2"  main 
froze  completely  and  repairs  were  necessary  after  the  thaw. 
Investigations  were  also  carried  out  to  find  the  cause  of  a loss  of 
water  through  defective  service  pipes. 

5 samples  from  the  main  supply  were  taken  during  the  year,  2,  being 
satisfactory  and  3 suspicious" 

One  sample  from  a private  source  was  satisfactory. 

Number  of  properties  connected  to  public  water  mains  .........  17. 

Number  of  properties  served  from  standpipes  ..................  3 . 

Population  served  from  public  water  supply  ...................  57. 

General 

Number  of  inspections  to  water  supplies  made  by  Public  Health  Inspector 
during  1963  ................  ..................  . ..............  39 . 

Number  of  samples  taken  (from  all  sources)  45. 


Drainage  and  Sewerage 

ThJ“^  osition  in  the  district  with  regard  to  public  sewerage  schemes 

for  the  villages  is  as  follows 

G1 as bury  Village 

The  sewerage  and  sewage  diposal  scheme  for  this  village  was 
completed  during  1963  and  14  properties  were  connected  to  the  sewer 
including  the  8 Council  houses,  and  7 other  houses  had  connections 
under  consideration.  It  is  hoped  that  all  properties  in  the  village 
will  have  been  connected  up  in  the  coming  year. 

h number  of  properties  qualify  for  a grant  payable  under  Section  47 
of  the  Public  Health  Act, 1936,  and  the  Council  has  decided  to  pay  a 
contribution  of  50%  of  the  actual  cost  of  converging  a closet,  other 
than  a water-closet,  into  a water-closet  and  connection  to  the  sewer. 

Where  existing  closets  are  water-closets  drained  to. private 
cesspools,  no  contribution  under  the  Public  Health  Act  is  payable. 

It  is  understood  that  the  majority  of  the  old  cesspools  are  of  the 
"pervious"  tyue,  i.e.  the  underground  chamber  is  of  honeycombed 
brickwork  or  open-bottom  allowing  the  liquid  content  to  seep  into  the 
surrounding  gravel  sub-soil.  This  type  of  disposal  cannot  be  regarded 
as  satisfactory  under  the  Public  Health  ^ct  or  the  Council's  Building 
Byelaws,  and  the  Council  can  enforce  the  cesspool  to  he  abolished  and 
the  property  connected  to  the  main  sewer  at  the  owner  s expense. 

Where  existing  property  has  a satisfactory  cesspool  or  a Council 
approved  type  of  septic  tank  unit,  the  Council  cannot,  except  by 
offering  to  pay  the  cost  thereof,  require  the  unit  to  be  abolished 
and  main  drainage  substituted. 

Llowes  Village 

i\zi  Engineering  Inspector  from  the  Ministry  ox  H , using  ec  Loca.1 
Government  investigated  the  proposed  sewerage  and  sewage  disposal 
scheme  for  this  village  in  1961,  and  following  slight  modifications 
requested  by  the  Inspector,  the  Ministry  gave  approval  to  the  scheme. 
Under  the  Council’s  priority  list,  this  village  will  be  the  next  one 
to  be  sewered  following  completion  of  the  Glasbury  scheme. 


Clyro  Village 

Investigations  into  the  proposed  sewerage  and  sewage  disposal 
scheme  ior  this  village  will  be  undertaken  following  completion  of 
the  scheme  for  LI owes . 

General 

There  are  5 small  septic  tank  units  and  2 cesspools  constructed 
by  the  Council  serving  their  Council  housing  estates  in  the  district. 

A ^sewage  works  maintenance  team  is  employed  by  the  Council, jointly 
with  Hay  Rural  and  Hay  Urban  District  Councils, and  comprises  two 
workmen  with  a small  van  and  regular  inspections  and  maintenance  is 
carried  out  to  all  sewage  works  and  septic  tank  units.  The  emptying 
of  the  septic  tanks  and  cesspools  is  undertaken  when  required  by  a 
local  contractor  using  a proper  vehicle  for  that  purpose. 

Humber  of  inspections  made  to  sewage  diposal  works  .........  11, 

Number  of  inspections  made  to  drainage  work  ............... . 15. 


Public  Cleansing 

The  refuse  collection  service  is  undertaken  by  the  Cuncil's 
workmen  and  lorry  jointly  with  Hay  Rural  and  Hay  Urban  District  Councils 
under  the  supervision  of  the  Public  Health  Inspector,  the  refuse  being 
disposed  of  by  controlled  tipping  on  the  Clyro  tip. 

Refuse  is  collected  once  weekly  in  the  parishes  of  Clyro,  Llowes, 
Glasbury,  Boughrood  and  Llanstephan , and  monthly  in  the  parishes  of 
Bryngwyn,  Llandilo-Graban  and  Llanbedr-Painscastle • 

Humber  of  inspections  to  refuse  tip  8. 

Sanitary  Inspection  of  the  area 

The  sanitary  inspection  of  the  area  is  undertaken  by  the  Public 
Health  Inspector  and  the  following  details  give  information  relating 
to  this  work  for  1963:- 


Huisances 

Number  of  complaints  received  ..... 

Number  of  complaints  investigate^ 
Number  of  premises  inspected  ...... 

Humber  of  premises  re-visited  ...... 

Humber  of  Preliminary  Notices  served- 
Humber  of  Abatement  Notices  served 
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Sanitary  defects  . 
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Verminous  Premises  ( excluding  rats  and  mice) 

There  were  no  premises  found  infested  with  bed  bugs  or  other  vermin 
during  the  year. 

Offensive  Trades 

There  are  no  offensive  trades  in  the  district. 


Common  Lodging  Houses 

There  are  no  common  lodging  houses  in  the  district. 


Houses  let  in  Lodgings 

There  are  no  such  premises  in  the  district. 

Licensed  Premises 

There  are  6 licensed  premises  in  the  district,  and  additional 
toilet  accommodation  was  provided  at  one  Hotel  during  the  year. 

Number  of  inspections  made  9. 

Caravan  Sites 

There  is  one  licensed  caravan  site  at  Fforest  Cwm  Farm  in  the  parish 
of  Clyro  for  3 permanent  and  9 holiday  caravans  and  the  owner  has 
provided  satisfactory  sanitary  accommodation  and  drainage. 

A site  near  Boat  Inn,  Llandilo-Graban,  was  licensed  during  the 
year  for  a temporary  period  of  three  years  ending  on  1st .April, 1966, 
for  6 holiday  caravans  only. 


Number  of  visits  to  caravan  sites/vans  and  sheds 


7. 


Rodent  Control 

Q no  full-time  rodent  operator  is  employed  who  works  under  the 
supervis-ion  of  the  Public  Health  Inspector.  The  operator  is 
similarly  employed  by  Hay  Rural  and  Hay  Urban  District  Councils. 


Number 
Number 
Number 
Number 
Estimated 
Number  of 


of 

of 

of 

of 


premises  inspected  during  the  year 
premises  fourd  infested 
premises  treated  by  the  rodent  operator 
premises  treated  by  the  occupier 
number  of  rats  killed  in  the  year 


dead  rats  recovered  during  the  year 
Legal  Proceedings 


1961 

1962 

1963 

393 

358 

378 

99 

79 

97 

68 

58 

73 

31 

21 

24 

977 

742 

717 

230 

221 

186 

.cil  in 

1963. 

SECTION  4.  HOUSING 


The  Council  own  48  houses  of  which  42  have  been  built  since  1946. 
The  v/eatherproof ing  of  flat  roofs  'at  16  houses,  was  carried  out  by  a 

contractor  during  the  year. 

There  was  one  private  house  erected  in  1963  which  makes  a total 
of  23  private  houses  completed  since  1946. 

The  Council  approved  one  application  for  a Discr eticnary  Grant 
during  the  year  amounting  to  £400. 

The  Council  approved  six  applications  for  Standard  Grants  for  a 
total  sum  not  exceeding  £916. 

Number  of  house  to  house  inspectiors  made  ..................  46. 

Housing  Applications 

.it  the  end  of  1963  there  were  14  applicants  on  the  Housing  List  for 
Council  houses  as  follows 

Parish  Number  of  applicants 


C lyr  o o.ooooo.o..  1. 

Llowes  o.o. ......  3. 

G1 as bury  ........  6. 

Boughrood  .......  2. 

Bryngwyn  .......  2 . 


14. 


Housing  Act, 1957. 


1,  Number  of  houses  demolished  0. 

2.  Number  of  unfit  houses  closed  0. 


3.  Number  of  unfit  houses  made  fit  and  houses  in  which 

defects  were  remeoied  o.«  .0000.00..  .o.«ooo.oooo.o.oo.oo  1® 

4.  Number  of  unfit  houses  in  temporary  use  ................  0. 


5.  Number  of  houses  unfit  for  huiman  habitation  at  the  end 
of  1963  ....... 
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SECTION  5.  INSPECTION  PND  SUPERVISION  OF  FOOD 


Me  at 

The  new  slaughterhouse  at  Boughrocd  was  completed  and  in  full 
working  order  by _ the  Appointed  Day  of  the  1st .October ,1963  and  a 
Slaughterhouse  Licence  was  issued  to  the  owner. 

Number  of  inspections  made  to  the  slaughterhouse  60. 


Carcases  and  Offal  inspected  and  condemned  in  whole  or  in  pert : - 


Cattle 

... 

1 

Calves 

Sheep 

& 

Lambs 

Pigs  * 

Horses 

Number  killed  (if  known) 

i 

• 

— 

Number  inspected 

i 

i 52 

0 1 

176 

52 

0 

All  diseases  except 
Tuberculosis  and 
Cysticercosis 

;•  1 g§| 

— 

5 

H 

— — , , 

7/hole  carcases  condemned 

0 

0 

0 

0 

0 

Carcases  of  which  some  part 
or  organ  was  condemned 

1 

0 

1 

0 

0 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than 
Tuberculosis  and  Cysticercosis 

1.9 

. 

0 

0.6 

0 

0 

Tuberculosis  only 

Y/hole  carcases  condemned 

0 

- 

0 

0 

hJ 

0 

0 

Carcases  of  w/hich  some  part 
or  organ  was  condemned 

0 

0 

0 

- 

0 

0 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis 

0 

0 

0 

0 

0 

Cysticercosis 

Carcases  of  which  some  part 
or  organ  was  condemned 

i 

0 

0 

0 

0 

0 

Carcases  submitted  to 
treatment  by  refrigeration 

0 

0 

1 0 

0 

0 

Generalised  and  totally 
condemned  i 

0 

' 

0 

0 

0 

0 

Foods  condemned 

There  was  9 lbs.  meat  condemned  during  the  year. 

On  condemnation  any  meat  is  sprayed  with  fluorescein.  Large  quantities 
being  collected  by  a Hereford  firm  who  deal  in  waste  food  products, 
but  small  quantities  and  tinned  foodstuffs  are  disposed  of  at  the 
Council's  refuse  tip. 


Meat  Inspection  Regulations  1963 „ 

These  Regulations  came  into  force  on  1st .October ,lu63  and  require 
that  all  home-killed  meat  must  be  inspected  before  it  leaves  the 
slaughterhouse.  The  Regulations  require  that  24  hours  notice  of 
slaughter  must  be  given  to  the  Inspector,  and  the  meat  inspected  and 
passed  for  human  consumption  must  be  marked  and  a charge  made  for 
such  inspection. 

The  Painscastle  Rural  District  Council  have  agreed  to  charge  the 
maximum  permitted  under  the  Regulations,  vizi- 

23.  6d.  per  beast  (other  than  a calf) 

9d.  per  calf  or  pig. 

6d.  per  sheep  or  lamb. 


Milk 

There  are  two  dealers  registered  in  the  district  who  sell  tuberculin 
tested,  pasteurised  and  sterilised  milk.  There  are  no  dairies  in 
the  district. 

The  responsibility  for  registering  dealers  and  the  taking  of  milk 
samples  is  the  responsibility  of  the  County  Council. 

Shops 

There  are  6 shops  which  deal  in  food  in  the  district  .and  these  may 
be  classified  as  follows:- 

Grocers  (General)  ................  4. 

Tobacconists/Confectioners  ......  1. 

Butchers  .....................  1 . 

Number  of  inspections  to  food  shops  in  1963  .................  8. 

No  foodstuffs  were  condemned  from  shops  in  1963. 

The  Offices.,  Shops  and  Railway  Premises  .ict ,1963 . 

The  Government  intend  to  bring  most  of  the  provisions  of  this  net 
into  operation  on  1st . ^ugust, 1964.  In  order  to  give  local  authorities 
and  other  enforcing  authorities  time  to  deal  with  the  registering  of 
premises  nd  to  make  administrative  preparations,  it  is  intended  to 
bring  certain  provisions  into  operation  a few  months  earlier.  The 
Ministry  of  Labour  have  been  consulting  local  authority  organisations 
and  other  interested  organisations  about  procedures  and  forms  to  be 
used  for  administering  the  ^ct,  and  when  these  questions  have  been 
decided,  the  Ministry  will  issue  a series  of  circulars  giving  guidance 
to  the  authorities  responsible  for  enforcement.  It  is  proposed  to 
give  the  Act  extensive  publicity. 

The  Get  will  cover  health,  welfare  and  safety  of  shop  and  office 
workers  and  other  non-industrial  workers,  except  in  premises  where 
only  self-employed  persons  work  or  where  the  total  time  worked  by 
an  employee  or  employees  amounts  to  twenty-one  hours  or  less  a week; 
this  is  to  exclude  the  small  shop  or  office  where  the  only  paid  help 
is  occasional. 

Regardless  of  the  premises  covered  by  the  Act,  its  general  provisions 
.are  comprehensive  in  range  and  cover  sixteen  matters,  such  as 
cleanliness,  overcrowding,  temperature,  lighting,  sanitary  conveniences, 
ventilation,  washing  facilities,  drinking  water,  accommodation  for 
clothing,  eating  facilities  etc. 

The  Factory  Inspectors  of  the  Ministry  of  Labour  will  be  responsible 
for  all  railway  premises,  shops  and  offices  on  building  sites  end 
factories,  crown  premises  and  all  local  authority  premises  such  as 
schools,  police  and  fire  premises,  since  it  has  not  been  ..thought 
advisable*  to  permit  local  authority  officers  to  inspect  their  own 
premises.  "Self -inspection"  has  been  decided  to  be  basically  Undesirable 
and  not  in  the  interest  of  the  inspector  or  his  local  authority. 

Fire  Service  authorities  will  administer  the  fire  provisions,  and 
it  will  be  the  duty  of  the  local  authorities  to  enforce  the  Act  in 
all  the  remaining  premises,  i.e.  all  those  which  are  shops  or  offices 
as  such  and  those  which  are  incorporated  in  buildings  not  assigned 
to  the  Factory  Inspectors. 


Ice-cream  Premises 

There  are  3 premises  registered  for  the  sale 
II o samples  were  taken  during  the  year „ 

.Number  of  inspections  to  ice-cream  premises  » 


of  pre-packed  ice-cream 


o9o0eooo00oo 


4 • 


Food  Preparation  Rooms  (including  bakehouses) 
There  is  one  butcher's  shop  in  the  district. 
Humber  of  nspections  made  in  1963.  ......  . 


Fried  Fish  Shops 

There  are  no  such  premises  in  the  district. 


SECTION  6.  PRFV.iLSH CE  AHD  CONTROL  OF  INFECTIOUS  DISEASE 

w„Jhe  following  cases  of  notifiable  disease  were  reported  during  the 

ohicken  Pox  ..oo.ooo. ......  17. 

Food  Poisoning  (suspected) . 10. 

Measles  4„ 

Mump S oooooooooooooooo.B.  1. 


Venereal  Disease 

it  Pe  County  Council  has  an  agreement  with  the  County  Hospital  at 
Hereford  for  the  treatment  of  such  cases.  The  tracing  of  contacts 
and  the  following  up  of  defaulters  is  the  responsibility  of  the 
County  Council.  J 

Pjpfaljioi)  j-.Q-  ImQBlBi  sat  ion  and  Polio— myelitis  Vac  c in  at  ion 

ihe  County  Council  is  responsible  for  the  immunisation  of  children 
against  diphtheria  and  polio -myelitis  and  details  for  the  district 
be^found  m the  Annual  Report  of  the  County  Medical  Officer, 
Facilities  for  immunisation  and  vaccination  are  available  at  the 
clinic t in  Hay- on -bye  owned  by  Breconshire  County  Council,  and  at  the 
surgeries  of  the  medical  practitioners  in  the  area. 


Council  Offices, 

Hay-on-Wye , 

Hereford. 

Telephone:  Hay-on-Wye  79. 


Yours  faithfully, 

W.  M.  E.  nNDHR SON . 
Medical  Officer  of  Health. 


APPEHDIX 


.JvH  ILiL  REPORT  OP1  TEE  MEDICAL  OFFICER  OF  HE  j,TH  TH  F? r,s P vpt  m?  tw’  vi? 
1963  FOR  nii  HBW.  DISTRICT  OF  pTscEsT^  l£ 

|^es  cri  be^  _p  art  ic  u!grs_J:n_J^e^d^ni  strati  on  of  the  Factories  net  .1561. 


P.iRT  I OF  THE  nCT 


1. 


fo^  purposes  of  provisions  as  to  health  (including 
inspections  made  by  the  Public  Health  Inspector)  g 


Premises 
(1) 


Humber 

on 


Humber  of 


Re 


aster'  tions 

2J-  i (3) 


InspecfWritten 


(i)  Factories  in  which  Sections  1, 
2,3,4  and  6 are  to  be  enforced 
by  Local  authorities 


(ii) 


(iii) 


Factories  not  included  in  (i) 
in  which  Section  7 is  enforced 
by  the  Local  authority 

Other  premises  in  which 
Section  7 is  enforced  by  the 
Local  Authority  (excluding 
out-workers'  premises) 


Totals 


5 


notices 


Occupiers 
prosecuted 
(iL) 


ii  ! 


ii 


2.  CnSES  in  which  DEFECTS  were  found: - 


the^year  1S63  n°  CaSeS  found  in  the  Premises  listed  above  during 


PART  VIII  OF  THE  ACT 
OUTWORK 

Sections  110  and  111 

There  was  nc  outwork  dene  in  the  district  during  1963. 

W.  M.  E.  AHDSRSCH. 
Medical  Officer  of  Health. 


